Date 

Country 

FD 

Misc 1 

Misc 2 

Misc 3 

Misc 4 

Misc 5 

Misc 6 

Misc 7 

3/15/2016 

Iran 

Tehran FD 

httD://www.fire-enaine-ohotos.c 

Sta 1 has 32M L + 50M SN - 2014 





6/16/2016 

Israel 

Tel Aviv FD 

httDs://voutu.be/9el5CEHevbw 

2009 - L + Sn at HQ 





8/14/2011 

USA 

Augusta FD in 
Kansas 

2 aerials at station 

PSOs 

htto://www.kansasfiretrucks 





10/30/2013 

Thailand 

Bangkok 

per Google Street View 
images - most stations have 2 
45 foot aerials and maybe a 
larger aerial also 







1/14/2012 

China 

Baoding in Flebei 

1 snorkel + 1 snozzle + 1 
pumper 

httD://www. desion-buildsolar.com/newj 






6/6/2012 

USA 

Bel Air Maryland 

http://www.bavfc. ora/stations, ol 

two 100 foot aerial towers at HQ 





12/14/2011 

USA 

Brockton MA FD 

Sta 4 might have 2 aerials 






8/14/2011 

USA 

Brookline FD in 
Massachusetts 

Tower 1 + Quint 5 at Harvard 

St fire station 

Tower 1 is a Bronto SkyLift snorkel 

Quint 5 is a pumper ladder 




11/27/2013 

Belgium 

Brussels 

htto://voutu.be/FoLtDSa07LQ 

2 aerial ladders in the station per the 
video 





2/6/2012 

USA 

Cambridge MA FD 

E8 has Squrt - L4 is 100 foot 
aerial 







9/14/2014 

USA 

Chattanooga FD 

Sta 1 has Q1 + Q2 + LI + 

Sqdl + HM1 + HM2 + BC1 

(3 aerials in 1 station) 






12/8/2012 

USA 

Chicago IL FD 

Sta 42 has L + Snorkel 

httD://chicaooareafire.com/Div 9 D1 E 





8/21/2011 

USA 

Claremont NH 

quint + older L 

httD://www.firenews.oro/nh/nhc.html 

httD://www.claremontnh.con 




12/11/2011 

USA 

Danvers MA 

htto://www. massfiretrucks.com/ 

El + E3 are both quints 





12/14/2011 

USA 

Dartmouth MA FPD 

1 


2 aerials 






5/19/2014 

USA 

Defiance Ohio FD 

httD ://www . citvofd ef ia n ce . co m/r 

tower and aerial 

httD://voutu.be/DEvDvXaac6 





8/30/2014 

USA 

Dunns Corner FD 

Rl 

htto://www.firenews.ora/ri/cd/di 

quint + old aerial 






8/16/2011 

Israel 

Eliat 

2 aerial units 

httD://translate. oooole.com/translate7is 

3 minute video 2010 - 
interview with the Chief, 
and, the squad truck 
goes on a run with 2 FF - 
station has 2 aerials and 4 
pumpers that 1 see - The 7 
new firemen are mostly ex 
military, married, with kids, 
late 20s 





3/13/2012 

Switzerland 

Geneve 

httn://voutu.be/l KYiOzlJI FI M 

1 L + 1 snorkel + 1 old L 






10/3/2011 

USA 

Gettysburg FD in 
Adams County PA 

htto ://www . q ettvs burqfd.com/us 

1 quint and 1 ladder in the 1 station 






8/16/2011 

USA 

Golden FD in 
Colorado 

maybe Squirt 1 and Tower 1 
at HQ 







6/15/2012 

China 

Hong Kong ? 

htto://voutu.be/ATw IWcQBG 

big aerial ladder plus smaller snorkel 

most Hong Kong stations 
seem to have snorkel plus 
ladder - maybe not most - 
maybe some - maybe 
many 

not sure of exact 
location of this 
video 




1120/2015 

USA 

Keene NH FD 

httDs://twitter.com/Local 3265/s 







11/2/2011 

Japan 

Kyoto 

httn://www.flickr.com/nhotos/sC' 

2 aerials in 1 station 2008 






10/20/2013 

China 

Macau FD 

2 ladders at Central Station 

httDs://maDs.aooale.com/maDS?a=fireH 






10/20/2013 

China 

Macau FD 

1 snorkel plus 1 ladder at 
Nordeste Station 

httDs://maDs.aooale.com/maDS?a=fireH 






4/3/2012 

Phillipines 

Makati Central Fire 
Station 

htto://amadeusDhotoqraohv.cor 

2 or 3 aerials - 1 might be a dead 
snorkel 






11/24/2012 

Russia 

Moscow FD 

might have stations with 
aerials and snorkels 







7/19/2014 

India 

Mumbai FD 

htto://www. abolive. in/india/201 ^ 

looks like snorkel and tower ladder in 
video at big fire station - maybe HQ 






9/14/2014 

India 

Mumbai FD - ? 
Byculla Fire Station 

httD://www. team-bhD.com/forun 

? 4 snorkels ? 






3/6/2012 

USA 

Natick MA FD 

htto://www. massfiretrucks.com/ 

El is Quint - LI also at Sta 1 








Date 

Country 

FD 

Misc 1 

Misc 2 

Misc 3 

Misc 4 

Misc 5 

Misc 6 

Misc 7 

11/26/2011 

India 

Navi Mumbai 

htto://www. skvscraoercitv.com/ 

3 snorkels in 1 station plus 3 
pumpers 






10/20/2012 

USA 

Ocean City 

Maryland 

httD://www. ocvfc.com/boxareas 

2 aerials at HQ 





3/15/2013 

USA 

Old Saybrook CT 

htto://www. oldsavbrookfire.com 

quint tower + telesqurt pumper at 1 
station 






11/8/2013 

USA 

Paxton MA 

htto://www. massfiretrucks.com/ 






5/4/2012 

Thailand 

Phuket main 
station 

httD://maDs.aooale.com/maDs/n 

8 pumpers and 3 ladders in Street 
View -5/2012 






9/28/201 1 

USA 

Pittsfield MA 

1 tower + 1 spare quint at HQ 


per MassFireTrucks 




7/5/2015 

USA 

Portsmouth NH 
Station 2 

httD://firenews.ora/nh/D/oortsmc 

Sta 2 has 2 quints - they are cross 
staffed 






4/22/2012 

India 

Pune Central Fire 
Station 


15 engines + 2 rescues + 2 snorkels 







USA 

Saint Louis 

1 wonder if their H+L stations 
have quints also 







10/10/2013 

Spain 

Santiago 

5 pumpers + 1 quint + 2 L 

htto://www.fireenaineerina. com/articles 






8/16/2011 

Brazil 

Sao Paulo 

2 aerial units 

httD://www.voutube.com/watch?v=w1l\ 






9/14/2013 

USA 

Seaside Heights 

NJ 

quint engine and tower 

per their website - unless they have 2 
stations - 1 dont think they do 






3/20/2013 

Korea 

Seoul FD 

httDs://maDS. aooale.com/maDS/ 

aerial + snorkel + more 






3/25/2013 

South 

Korea 

Seoul FD 

httDs://maos. aooale.com/maDs' 

Mapo Fire Station - north of river - 
aerial plus snorkel can be seen in 
Street View 

all of the big houses in 
Seoul FD seem to have 1 

L + 1 Snorkel plus other 
rigs 





8/16/2011 

Malaysia 

Shah Alam 

httDs://sites.aooale.com/site/wo 







10/10/2011 

USA 

Shelton CT 

httD://www.echohosefi re.com/ 

Tower + Ladder at HQ 






11/2/2011 

Singapore 

Singapore 

httD://www .flickr.com/Dhotos/so 







10/15/2012 

Australia 

South Australia 
Metro Fire Service 

httD://www.mfs.sa.aov.au/site/a 

looks like the Adelaide station has 2 
snorkels and maybe 1 small ladder 

httD://www.fire-briaade.asn. 

« actually - 2 
snorkels plus 2 
skybooms 




10/29/2011 

USA 

Syracuse NY 

htto://voutu.be/uwWRn7zs-uQ 

Sta 2 has Eng 2 + Truck 2 + Midi 2 

httD://voutu.be/H-ZDMl GJ2 

Sta 5,8,9,10 might 
also have 2 aerials 
since they also 
have 1 E + 1 Truck 

httD://svracusefire.cc 

htto://www.cnvfiretru 

« yup E5 + E8 are 
quints - unknown 
on E9 + E10 

10/1/2011 

USA 

Tallahassee FL 

quint + teleboom at Sta 1 

htto://www. talaov.com/fire/station dets 






11/17/2012 

Japan 

Tokyo FD 

Kojimachi Battalion main 
station has 2 Ladders 

per Tokyo FD website 11/16/2012 






3/20/2012 

USA 

UConn at Storrs in 
CT 

httD://fire. uconn.edu/aDDaratus. 

1 tower ladder + 1 telesqurt per 
firenews.org 

quint tower plus skyboom 
on pumper 3/2013 




11/15/2011 

Hong 

Kong 

Wan Chai Fire 
Station 

httD://voutu.be/la6C4k0o2hc 

«< 2009 - small pumper + Ladder + 
snorkel + big pumper 






3/6/2012 

USA 

Webster MA FD 

httD://www. massfiretrucks.com/ 

1 tower plus 1 aerial 





8/14/2011 

USA 

Wellesley FD in 
Massachusetts 

HQ has Quint 3 and Tower 2 







7/12/2012 

USA 

Wilmington 

Delaware FD 

httD://fi reDixl 075.smuamua.cor 

SkyBoom 2 and Tower 2 at Station 2 






7/12/2012 

USA 

Wilmington 

Delaware FD 

httD://voutu.be/Yk8Df5a5moO 

2010 - Station 4 has Squrt 4 (pumper 
with boom) and Ladder 1 (tt 100 foot 
aerial) 






8/16/2011 

China 

Xian 

2 snorkels 

httD://www.voutube.com/watch?v=HzR 





12/23/2013 

Croatia 

Zagreb FD 

httn://vimeo.mm/824?1 61 5 

at least 2 aerials at huge fire station - 
8 bays 1 IRC 

700,000 population 





10/29/2015 

USA 

Watervliet Arsenal 
NY 

htto://www.1 0-75.net/aDDaratus 







10/29/2015 

Greece 

Athens 

maybe L + SN at Station 1 






2/21/2017 

USA 

Colusa California 

2 aerials per their website 
2/21/2017 









